Pedestrian Safety Barrier 


































DOMINGUEZ STREET 


Pedestrian Safety Barrier 



^_ LIMITS OF CONSTRUCTION _^ 

R/W VARIES (33’-43’)R/W VARIES (33’-50’) 



































MEDIAN STRUCTU 





FPID: 443769-1-52-01 
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MEDIAN LANDSCAPING PALETT 





Liriope 


Jasmine 



Shore Juniper 



Muhly Grass 



Perennial Peanut 


Mimosa 

















